MOTION IN MECHANISMS.
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This mechanism is often used as follows: One end of c, as jK, is attached to a piston working in a cylinder attached to d. This piston is caused to reciprocate by the expansive force of steam or some other lluid. The other end of c is attached to
HM
another piston, winch also works in a cylinder attached to <L This piston may pump water or compress gas (for example small ammonia compressors for refrigerating plants). The crank a is attached t<> a shaft, the projection of whose axis is ad. This shaft also carries a fly wheel which insures approximately uniform rotation.